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My Living Sacrifice:
A Study of

Romans 12-13
by Mike Willis
An eleven-lesson study of
Romans 12-13 examining
the text and offering
questions to help the
student apply this valuable
text to life in Christ.

1: My Living Sacrifice unto God
2: Be Not Conformed to This World
3: Be Humble
4: One Body of Many Members
5: Exhortations for Brotherly Love
6: Diligent and Prayerful Service
7:The Christian's Interaction with
Others
8: The Christian's Conduct toward
His Enemies
9: Be Subject to Civil Authority
10: Love Is the Fulfillment of the Law
11:1tis Time to Wake Up!
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Truth

Pirhlications Bible Text Books

Study through the Bible with the Bible Text Book
series! Each book is filled with maps, charts,
photos, questions, and commentary from
reliable authors!

Perfect for personal or class use.

Shop now at truthbooks.com
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Bruce Reeves

| Bruce has labored with the Highway

65 church of Christ in Conway, AR,
since 2000. He and his wife, Rachel,
have one child. The church website is
hwy65churchofchrist.org. He can be
reached at brochuckl@aol.com.





EPUB/media/file43.jpg
; '?cHAN@E

1





EPUB/media/file49.jpg
Lauren Bassford

Lauren has recently begun worshipping
with the Kleinwood church of Christ
in Spring, TX. She and her husband,
Matthew, have two children. She can be
reached at MandLBassford@gmail.com.
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- Features 850 hymns

- Printed with “phrased notation,”

- Lost verses have been restored

- Contains different back-of-the-book references to aid song leaders

- Is compact and lightweight, and milled on special paper

- Also comes in FlexCase and large print

- A companion PowerPoint software,
SlideMaker, is also available

Hardback - $15.97
FlexCase - $43.97
SlideMaker - $849

Special discounts are availiable for
SlideMaker with bulk hymnal orders
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